STATUTES AT LARG[.6

SECTION 1: Not practice as dental laboratory technician with-
out certificate of registration.-After this Act shall become effec-
tive, no person or combination of persons shall practice or attempt to
practice as a Dental Laboratory Technician as hereinafter defined in
the State of South Carolina without a Certificate of Registration
either as a registered apprentice or as a registered Dental Laboratory
Technician issued pursuant to the provisions of this Act by the State
Board of Dental Examiners.
SECTION 2: Practice of dental laboratory technician defined.
-Any one or combination of the following practices shall constitute
a practice of Dental Laboratory Technician in the purview of this
Act: (a) The fabrication of prosthetic dental appliances, such as
the using of gold, other metals or combination or metals, plastics,
porcelains, artificial teeth, or othet materials, in the manufacture of
appliances worn in the oral cavity, replacing teeth and tissue or
worn on or around the teeth.
SECTION 3: Apply become registered apprentice--qualifca-
tions.-Persons wishing to become registered apprentices may apply
to Secretary of State Board of Dental Examiners at any time and
after meeting following qualifications may be issued Certificates of
Registration:
(a) That such person be at least sixteen (16) years of age, and
pays the required fee hereinafter enumerated.
(b) That such person shall produce such proof as the South Caro-
lina State Board of Dental Examiners may require; and that he be
or good moral character.
SECTION 4: Registered apprentice serve under registered den-
tal laboratory technician.-No registered apprentice, registered un-
der the provisions of this Act shall operate a dental laboratory in
this State but must serve his period of apprenticeship under the di-
rect supervisions of a registered Dental Laboratory Technician, as
required by this Act.
SECTION 5: Requirement practice as dental laboratory tech-
nician--qualifications to be issued certificate of registration.-
Any person to practice as a Dental Laboratory Technician must have
worked as a registered Apprentice for a period of at least three (3)
years under the direct supervision of a registered Dental Laboratory
Technician, and this fact must be demonstrated to the State Board
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